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B. JAMES ANDERSON RUSSELL 


born: April 29, 


died: July 13, 


1853 
1929 at 2:30 PM; buried in Clifford Cemetery 


married: Viola Kenyon Rivenburg (Oct. 17, 1857-1955); Viola Kenyon 
Rivenburg is buried in Clifford Cemetery between her 
first husband, Oscar Rivenburg (1849-1905) and her 
second husband, James Russell 


no issue 


The date of James Anderson Russell's death is given by 
Helen Loomis Russell Powell in her birthday book as July 26th. 


James Russell was the 20th Mayor of the city of Carbondale, Pa. 


(1884-1885) 


_—_ 


HLRP (10-21-77): 


SRP: 


ake p./1SG 


"Uncle Jim and Aunt Viola lived at 37 River Street 
[the other half of the house in which Aunts Nettie 
and Jennie lived] all the while we were growing up. 
They rented from Aunt Nettie and Aunt Jennie." 


"It seems to me that Uncle Jim lived down town 
[before he was married]. I kinda think he lived 
with Aunt Maggie and them in town." 


"When Aunt Viola was old she lived up on Darte 
Avenue across from Eleanor's. She was in the 

ward at the General Hospital at the same time that 
Aunt Nettie was there. Don't you remember her there?" 


"I'm not sure. It's one of those situations where 
I'm not sure whether I remember her being there or 
whether your saying that she was there at that time 
makes me think I remember seeing her there." 





